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ABSTRACT 


This paper is a report on the design and performance 
of a twenty-corner-cluster (icosahedron) reflector. 

Comparison of the measured cross sections of the ico- 
sahedron reflector with those of a cluster of eight corner 
reflectors used as a "standard" reflector shows the former 
being superior in performance over tlre latter in that it 


gives nearly omnidirectional response. 
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Loy INTRODUCTION 


Radar targets are objects which scatter incident 
radiation Irom a radar such tha at least a portions Ri L 
is reflected along the incident path to the antenna from 
which it originated. Many objects, both man-made and 
пе га act aS radar targets. Орје син P mano 17 
Рао. rain, Clouds, birds, airplane- merni er ete. 
all have been observed as radar targets. Many of these 
targets are not particularly effective in reflecting 
echoes to the radar receiver. It is possible, however, 
to design targets which will give much stronger echoes 
than most other objects of comparable size, making them 
very efficient reflectors. These highly efficient 
reflectors may be placed at appropriate points along air- 
port runways and shipping channels to serve as "buoys" 

NOT Eme radar-equipped aircraft’ or ships. Alternately, 
they may be carried by aircraft or life rafts in order 

that these objects may be more readily located by ground- 
control crews or rescue parties. Reflectors are also used 
)) produce Standard echoes as a means от Measure чат 
performance. 

The most familiar reflector in optics and microwave 
= practice is the corner reflector. In orden to 
extend the angular response of the single-corner reflector, 


clusters of several of these reflectors are often used and 


the most common one is formed by three orthogonally inter- 
secting planes. 

This paper reports on the design and performance of a 
target reflector that will give strong specular reflection 
forsal most any direction or типе ме tilumination. 15 15 
a cluster of twenty triangular corner reflectors so arranged 
that the apertures appear like a spherical polyhedron com- 


posed of twenty triangular faces. 
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II. DESIGN AND PERFORMANCE OF А ТМЕМТУ- 
CORNER-CLUSTER REFLECTOR 

A. RADAR CROSS SECTION 

The study of radar targets is strongly linked with 
the study of electromagnetic fields scattered by these 
targets in an isotropic and homogeneous medium as observed 
at large distances from the target. The quantity of 
primary interest here is the distribution of electro- 
magnetic energy far from the scattering target. For 
practical reasons this energy distribution is described 
in terms of a quantity called the radar cross section (RCS) 
that characterizes the scattering properties of a target. 

The RCS of a target is the area normal to the incident 
electromagnetic wave that intersects an amount of power 
which when scattered equally in all directions produces 
an echo at the radar receiver equal to that from the 
target. 


Mathematically this definition is expressed as: 


RCS = g = Power reflected/unit solid angle watts/steradian 
" . — .ineident powern densitv/lmq س‎ 
incident power density/^4m аа 
چ‎ 
É 2 
с = тв“ E Е 
і 


where: 


radar cross section 


а 
II 


[ЕЦ] 
И 


range between radar and target 


1 


[т] 
|| 


reflected field strength 


[т] 
1 


incidenga Te Ld Strength 


Although спе above equacion is ° Wm Torn, ac 
does not provide a means for calculating the RCS in terms 
of easily measured parameters. The RCS of a target depends 
upon radar frequency, polarization of the electromagnetic 
waves, aspect angle, conductivity of the reflector, sur- 
face roughness, and shape and dimensions of the reflector. 
Under special prt annus nn of Ssimply=shepcd targets 
can be calculated and expressed in terms of physical 
dimensions and the wavelength of the radiation, or in terms 
of the so-called effective "— of the target. The effective 
area of a target is the area A of a flat plate which, when 
oriented perpendicular to the direction of the incident 
radiation, gives equal back scatter. When A -— eS 


related to the RCS by: 
с = a 


Appendix A gives a table of characteristics of various 


types of simply shaped radar targets. 


B. SINGLE TRIANGULAR-CORNER REFLECTOR 

As previously mentioned the purpose of the thesis 
is to present the design and performance of a radar target 
о ру twenty triongular-eornuner )مهم‎ ٩٣6۱016 . Бог 
this reason the theoretical and experimental values of the 


radar cross section of a single corner reflector were 


л 


studied and are presented below. The results permitted the 
determination of the performance of the polyhedral radar 
reflector built and used in the experiment reported in this 
paper. The theoretical calculations of the RCS of a sample 
triangular-corner reflector are based on the assumption 
that: 

1. "the conductivary of the targe ٢ о e - 

2. the target dimensions are much larger than the 
wave-length, so Rayleigh-region approximations may be 
employed; 

3. the range, R, to the target is much larger than 
2р /А (with D the largest dimension of the target normal 
ne direction om radiation ) . 

The range R = 7 is the far-zone criterion. 

A corner reflector consists of three reflecting 
planes assembled so as to form a right-angle corner (Fig. 1). 

If an incident ray is directed into a corner a tripie 
reflection occurs and the ray will return in a direction 
parallel to and with the same polarization as the incident 
one. The effective area for triple reflection depends on 
the direction from which the corner is viewed. As the 
direction of the incident beam changes, the area for triple 
reflections gets smaller, and then double reflection occurs 
(from two planes whose line of intersection is normal to 
the line of sight), making important distributions to the 


effective area. Figure 2 shows a dibhedpal reflector and 
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Umewel Hector om ona чот of the incident ray according 
Lo ПИ (ПОЧНИ rector Upon @ perfectly conducting surface. 
1. Calculation of the Effective Area 

Consider & triangular corner reflector of edge 7 
with the x-axis as the axis of symmetry of the reflector 
and plane ABC perpendicular Cosine direction of the iu m 
rays and parallel to the yz plane (Fig. 3). 

When an incident ray enters the aperture or "entrance 
pupil" of the corner, it will, after triple reflection, 
appear to emerge from a point whose У2 coordinates are 
the negative of the point of entrance. Since the aperture 
is defined by the surface ABC, if the negative of every 
ponant of Iit 171617920, 116 ео асе а ВИС ١ WIEN 
ІЗІ. the reflected or "exit pupil." Every entering 
and every leaving ray will pass through the "entrance pupil.” 
Нот a ray tombe ишесе ти the same direction from wama 
it came, it must appear to emerge from the "exit pupil" as 
well. Thus the effective area of a corner reflector is the 
area common to both the "entrance" and the "exit pupil" when 
projected on a plane perpendicular to the line of sight. 

With the corner reflector as described in Fig. 3 
cna wee Cl Еа оеро такат ee HOG, che projection 
on YZ of the aperture remains the same, that is ABC. In 
Figure 4 PeO CGE TOMSON the "entrance Sten ^ and the "exit 
pupil" are shown, and the shaded area of the formed regular 


hexagon abcdef is their common area, or the effective area 
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of the reflector. Under this condition, in which the angle 
ф ог the aspect is zero, the effective amea is maximum. 

a. Calculation Of the Maximum Effective Arca 

Using elementary geometry and considering the 

symmetry of the two projected areas of Figure 4 the follow- 
ing relations can easily be obtained: 

If a = edge of reflector = OA = OB = OC 

АВ - У2о (1) 
ABeos(m/6) = (V3/2)AB - (V/3/2ya (2) 


height of ABC 


AM 


1/2 (ab)(Ag) = 1/2 (AB/3) (AM/3) 
(1/6/73) a° (3) 


area (abcdef) = 6 x area (aAb) = (Т0 (4) 


area (aAb) 


Hence: 


DA + 7727 


шах 


b. Calculation of the Effective Area for Any Aspect 
Angle 中 


To find the effective area for an azimuthal 
angle ¢ # 0, one may proceed as follows: 

Consider the direction of incident rays remain- 
ing unchanged and the corner reflector turning about the 
point 0 (the center of coordinates), thus changing the 
aspect of viewing the aperture ABC. The task is, for an 
angle ¢, to determine the yz coordinates of the А!, В", and 
GC’. projections of A, B. CU On мие“ YZ plane andes ۹ 575 


"Wages А'', BY. CC"! with respeer vo thewpoint О. So the 
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"entrance pupil" and "exit pupil" are formed as projections 
on the yz plane and their common area can be calculated 
(mie TE 

It can be seen easily that the z coordinates 
for points A, Bs = for any angle @ remain unchanged and 
also for therrepre,ect tons жЕ Ж, 


From Figure 4: 


А. = شا‎ = саде SCO هسو سا‎ Ж о. ЧЕ 
В эВ. | = © = г СИАМ ЕО (5) 


For the y-coordinates consider triangle BEC as 


the projection of BOC on the plane x'y' (Fig. 3, Fig. 5): 


В Е ETE | 0 
上 


П 


(1/У3) а (8) 


EB = „Д(ВМ)2 + (Ем)? 


| 
II 


(и5/6)а ie (9) 


In Figure 6 the triangle BEC (solid lines) is 
turned by an angle ¢ (the aspect angle) on its new position 
BEC (dotted lines). The projections B', M', C' on the 


y'-axis will be calculated as a function of 6$: 


А | = EM! = EMsing = (1//3)(sind)a шыг 
В ари ЕВ! - - ЕВ ѕіп(ф'+ф) о 
=-- (/576)((sin(o'+))o ` Банат) 
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Су = ЕСѕіп(ф'-ф) = (/5/6) (sin($'-$))a (12) 
with tanó' - BM/EM = (a/V2)/(a//3) з 3/2: 


ф' = 50.77. 


Frem the trigonometric entity: 


sin($'t$) = sind'cosd + cosd'sind, and since 

ѕіпф' = ВМ/ЕВ - (1/У2)/(У576) - У3/5, 

cosQ".- ЕМИНВ - (ПИМЗУ/КуУб6/6) - У: 

EM - (1/73) (sin$)a (10) 
В = — ((1//2)соѕф + (1//3) зіпф)а (13) 
И! يي‎ ((1//2)e0só - (1//3)sin$)o (14) 
ق‎ ٢ 
ВЕ О وړ‎ (6) 


The above set of equations determines the pro- 
Деортоп А!В!С! -оп the yaeplane and its image тА Ви! С awit 
respect to 0. 

Figure 7 shows such a projection and the effec- 
tive area. It can be seen how this area changes with 
angle ф by comparison with Figure 4. 

Table I gives the values of the effective areas 
and the corresponding angles, while Figure 8 is a plot of 


these values vs q. 


Шш 


Qu Calculation of the Effective Area of the 
Dihedral Reflector 


When the aspect angle is ¢ = m/2 – ф' = 39.239 
the RCS due to bihedral reflection becomes zero (Table I, 
Бір. 8). In this position of the reflector where FB lies 
on the y'-axis (Figs. 9 and 10) the entrance pupil and 
exit pupil do not have any common area and triple reflection 
vanishes. In this position also triangle ОЕВ (Fig. 3) lies 
in the YZ planes does line segment OB but ОЕ ЕЕ се 
intersection of the Er ET EE planes OAB and OBC which 
ШІП спе dihedral reflector. Alternately the condition on 
dihedral reflection along the same path as the incident 
beam is that the interseerion OB of the dihedralmust be 
normal to the line of sight, and this condition is satis- 
fied since the incident rays remain perpendicular to the 
yz plane. The planes of incidence, where the “plane of 
incidence" is defined as the plane formed by the incident 
тей шаша Се леи. о ота 1 ян thes Sumiace of the reflector 
will be perpendicular to OB and consequently parallel to 
рамене Ау. while their intersections with plane х'у' о 9 
will be lines» parallel to the x' or x-axis, that ism to - 
direction of the incident radiations. In Figure 9 is shown 
ПИ eara ection of the corner reflector on theplane yz with 
lime (је иде И лик Go (Mdefined by БЕО Ооо of pointes 
6 Ре ама мек Line 11! representing the inte rie аю онш ШЕ 


рї апе o Rm r тсе ое. 
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Figure 10 is the projection of the reflector 
on the x'y' plane where line mm' is the intersection with 
plane OAC while line 11' is the intersection with another 
plane of incidence. In the same figure point G is the 
point where the extention of line segment OA meets the 
plane x'y'. The so formed right-angle triangle OCG has one 
side equal to OC = a (side of the reflector) and the 


|aooLeniuse: 
CG - МС/совф! s» (a/V2)(/5/2) «2 6 (15) 


The following relations are also obvious: 


ОТ = “ОСОО бо Gus, 


a/((/5/2)a) « 5 ад 


соз (066) = 06/66 


sin(OCG) » OG/CG » (a/2)/((/5/2)a) - 1/У5 


Тһе angle OCG is of importance for the calcula- 
Геке о тусшуге 1 ОР У шеги еко ие ЛЕО. 
of incidence. The planes of incidence are infinite in 
трет starting from point B, with the outermost being the 
plane OAC. 

Figure 11 shows this plane with B = OCG = angle 
me incidence, ane also paths mi o Томе с о понео ап» rays. 
All rays striking the reflector on their way back reach the 
line segment CK in phase since it is easy to prove that 
their paths are equal. The CK segment lies on the plane 
of incidence and is perpendicular to the incident rays hav- 


ing a length defined as follows: 
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СЕ - ОС/совВ + a/(2//5) = (/5/2)a (19) 
(from triangle OCF and using Eq.(17)) 
СК - СЕвіп2б- 2СЕсовб8віп8 - (2/У53о (эй 


Any rays not entering and leaving the reflector 
thrower sSepment Ch aré™lost Withour recurnime со the 
receiver. 

The projection of CK on the yz plane (Fig. 9) 
will lie on line Aroc ПИ ОВИ тау спас Си" = CE and the 
point C’ and K' will be symmetric with respect to point 0. 

The area of the triangle BC'K! is the area 
under which double reflection occurs; white the rest of the 
yz projection (area A'BK') does not contribute to the 


effective area. The effective area of the dihedral thus is: 


Аа = (1/2) (ОВ) (С'К’) = (1/2) (0В) (СК) = (1//5)а (21) 


DONA IN И ток ст 


КЕ (п/л?) АЗ а ро (22) 


Equation (22) does not represent a true value 
ror the case where the incident electromagnetic radiation is, 
let's say, vertically polarized and with the receiver polar- 
ized in the same way. Under this assumption and since the 
plane of incidence makes an angle with the vertical the 
polarization of the reflected radiation will describe also 
a certain angle with the vertical direction (direction of 


receiver polarization). 
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According to another expression for the RCs: 


Q 
| 


Кина > > 
(цтв?) ЇЙ 5/8, | = (ите) | Е ИВ. | совеу [1] 


(3т/4°)А© cos | (23) 


where D is a unit vector denoting the receiver polarization. 

To find 9, consider the components of the 
incident Тс En one on the plane of incidence and the 
other on a plane perpendicular to it (Fig. 12). The first 
component, undergoing double reflection, appears to emerge 
from the reflector with a phase shift of 180° while the 
latter is reflected unchanged. Figure 12 is the schematic 
diagram of the vector fields just described. Under the 
assumption that reflection takes place on perfectly conduc- 
ting plates, Ени is the conjugate vector of Е, having a 
different phase, m + p. It is also obvious that ш 15 twice 
the angle between the plane of incidence and the incident 
теа Е.. The latter, according to Figure 9, is equal to 
ОЕС! - w/e. 


From triangle OBC’ (Fig. 9): 


eos 14/2 е соз(овс"ј = "овиво' = аб мету н= МЕ (W) 


cos y = 2208“ (ф/2) - 1 = 10/6 - 1 = 2/3 (25) 


Equation (22) is then finally written as: 


se = MA) AS све = тас osa = = О. (22) 
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а. Experimental Measurements 

The comner refiector's RCS wasmmeasured in an 
indoor anechoic chamber using a FM/CW transmitter-receiver 
setup discussed in the following chapter. The RCS was 
eLOvcCed™ on arm x-y recorder, scaled, and replotteda™on прие 
8 for comparison with the theoretical values. The experi- 
mental results appear to be very satisfactory. Small 
differences exist at the peak value of the triple reflection 
region with the measured RCS 0.48-db higher than the calcu- 
latves=valuey while for amm@azimuwn angle ¢ OCLC 10 om °- ene 
calculated RCS exceeds the measured one by at most 0.5 db. 
In the region of double reflection the experimental curve 
appears as was expected, not having sharp peaks at both 
ends of the triple reflection region but having a finite 
beam-width. At one of these peaks the difference between 
the two plots is 1.9 db which is the greatest difference, 
while for the other peak this difference is only 0.4 db. 
The above differences cam be considered to Бе ме ІМ у ам спини 


experimental accuracy. 


С” EXPEREMENTAL METHOD FOR MEASURING THE ҚАПАН CROSSESECTISS 
1. General 
Radar targets in general are of very complex shape 
and have non-uniform electrical parameters so that the 
theoretical formulas for the scattering cross section can- 
not be used (exceptions are the cases involving simple 


objects, i.e. a corner reflector). For this reason one 


ae 


must obtain backscattering cross sections by measurements, 
and measuring techniques of good accuracy and sensitivity 
need to be developed. In recent years several methods 
based on new principles have been developed to measure the 
radar cross section. some of the representative methods 
are the following: 

- Standing-wave method 

- Doppler-shift method 

- Magic-T method (or ew balanced-bridge method) 

— Space-separation method 

- Time-separation method 

- FM/CW radar method. 
All of these experimental methods of measuring the RCS have 
advantages and disadvantages. In particular, the FM/CW 
radar method, which was the one used for the experimental 
measurements of the targets discussed in this paper has the 
following DO este it is superior to other methods in 
the fact that the influence of the wave scattered from the 
background is reduced appreciably. This is achieved by 
adopting a highly selective amplifier in the FM radar. On 
ome other hand, in this method the Dackseattering 5 
section at a specific frequency cannot be measured accurate- 
ly because of the deviation of the frequency used in 
measurement. However, the frequency deviation has only a 
slight influence since it is much smaller sehan the frequency 
in question. The ability to measure larger targets has 


been somewhat limited also since a very small change in 
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edguenmey re sma a s s د‎ "о атре phase shift making 
ЛЕ RUS пе аи о Еи тие оле 
2. Measuring Device 
A block diagram of the measuring setup is shown 
iw е трите” ром ie pevup CONS mevae or 
1. FM transmitter: The ALFRED 605 microwave oscil- 
lator utilizing a backward-wave-oscillator tube was 
used as the FM transmitter. The characteristics of 
the oscillator usable for the experiment are: 
Power output 10 mw min (15mw used) 
Frequency range 1 to 26.5 GHz 
Sweep: recurrent sweep due to an internal sawtooth 
voltage scanning repetitively the frequency 


Or vie ri sigmal, linealy trom low Со“ ИТЕН 
oven cher ance = едфесе ата бо اس‎ 


settings. Sweep period 10 msec with cor- 
responding repetition frequency La — a. O 
repetitions/sec. 


2. ШшШсойатог: A ferrrve isolator having пек рн ше 
forward loss and’ providing 2115 50-до attenuation мої 
the received signal is used after the oscillator; that 
is, use eocm lover is ci erce decoupled from the 
load. 

3. Frequency meter 

4, Hybird-T junction: A four-port microwave junction 
isolates the transmitted and received signals permitting 
a moderate amount of leakage to enter the receiver 
along with the echo signal so that the latter can be 
heterodyned in the non-linear crystal mixer to produce 


a beat frequency. 
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5. Tuner: For matching purposes 
6. Rectangular horn antenna 
7. Crystal mixer: The element that combines the out- 
going frequency with the incoming frequency to produce 
the beat note (difference frequency). This beat note 
is a measure of the target's range, while the ampli- 
tude of the beat note is proportional to the RCS of 
the target and also the principal item of interest in 
the experiment. 
8. Receiver amplifier: HP-465 A audio amplifier 
9. Full-wave bridge rectifier with capacitor filter 
10.  X-Y recorder: To plot the rectified meceived 
signal scaled in meters“ of the RCs. 
3, Characteristics of the System 
The carrier frequency used in the measurements was 
۳ ЕАО спе апа the пеутас1оп АТ = 601 
In Figure la the sawtooth voltage which modulates 
tne carrier frequency is shown. The positive slope of this 
waveform causes a linear increase of the output frequency 
От г. CO f. + Af. Upon arrival at the uppermost frequency 
Kapid retrace occurs. The output frequency remains av its 
starting value, Го» until the sweep is initiated again. 
In Figure 14b the solid curve represents the 
transmitted frequeney-modulated signal; the dashed curve 
represents the echo returning from the target at distance 


R after time T = 2R/c, where c is the velocity of 


وه 


propagation. If Af/At is the rate of change of the carrier 


frequency, the beat frequency, f LSE 





Int 
P = (ЕТ = = тт Рог аЛ Тибијивијиње 1 ) әне E 
VEETEE 
T, = sweep period = 10 msec 


1.8 msec 


T retrace time 


with distance between target and horn antenna equal to 


R = 4. сотына їз 


DEO ЖЕТІСІ Хх 106 


"E o oA wn => > LZ. 
О ^К 0 xm x 100 


For the interval (nT, - aS tcn. + T) the beat frequency 
is many orders of magnitude larger. These frequency com- 
ponents, since they are filvered out at tbe receiving Stages 
will be omitted in the following analysis and the wave form 
after the crystal mixer will be assumed to be as in Figure 
J 

This waveform will be treated as a pulsed sine- 
wave with repetition period T, and pulse duration 1 
and the frequency spectrum will be determined. 

Choosing the time origin as in Figure 14d the mathe- 


matical expression as a function of time is: 


ee о а а < с ЈЕ 
Te < 


F(t) = Усов, © Sey рн mr 
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The Fourier complex coefficients СЯ аге: 


1 ША -дпо ё ИА A -јпо, 
С, = سم‎ Ј f(t)e dt - T- Ј cosu, te dt 
И г -т/2 
V j (no, 70, ) v/2 ЕЕ о 02 
iis 0 е -е + 
Qe SST ومر‎ ии анан 
el, (пог шү 
هو دس‎ 1 c nupta DI" 


j (nw, +wp? 


i t sin(nu,-u,)1/2 Е sin(no,*u, )1/2 T 
° TTL | “(пас-ар) 72-7 “(аш %ш7172” 
s По „СО, Ve по لا‎ То 


Equation (26) defines the frequency spectrum which 
is shown in Figure 15. The spectrum has a sin x/x shape 


centered around the frequency f, in which the maximum 


b 


value of amplitude equals eee. This maximum value 


depends on R, since: 


т!‏ ت 
VS V eT, s T )/2T., У 121.‏ 


АМ 一 оша 一 人 ШЕЛ) 


The first term of equation (27) depends entirely 
upon the transmitter-receiver's constants, while the second 
term is a function of the target range. However, since the 
experiment took place in an indoor anechoic chamber and the 


range between antenna and reflector was limited to 4.7 


ef 


meters, this term is negligible being much smaller than 
“ШӘ 11757 7 

The frequency spectral analysis completed above 
points to the desirability of a narrow-band amplifier for 
the reception stage, centered at the frequency f, - 230 Hz. 
Thus, the echo from the watike and any obstacles existing 
behind or closer to the reflector under measurement will 
Бе eliminated AltWfougim™the amplifaer weed for the setup 
does not employ the required narrow frequency band, this 
fact did not affect the accuracy of the measurements taken 
because of the non=refhectimg background used. Тһе ехрегі- 
mental measurements on the corner reflector's RCS and the 
comparison of them with the theoretical values verifies 
the good performance of the transceiver setup. 

4, Anechoic Chamber 

The experiment took place in a room whose dimensions 
are shown in Figure 16. The walls, ceiling and floor are 
covered by absorbing material to create a non-reflecting 
environment. The absorbing material consists of mats of 
curled animal hair impregnated with a mixture of graphite in 
a rubber solutiom giving 15-20 db absorption. А turn am p 
controlled from an outside control room, was isolated from 
the antenna's view by a thick wall of the above absorbing 
mactcerial placed in front of the turnvabile in such a way as 
to cover everything but the reflectors placed on it. Тһе 
separation between the horn antenna of the setup and the 


reflector under measurement was kept at R = 4.7 m, while 
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both were placed at the same height above the floor, namely 
Т 

The beamwidth of the radiation pattern for the 
horn antenna used was 11.3° and 11.65° in the vertical and 
horizontal planes respectively, approximately corresponding 
to a rectangular surface of about 0.955-m width and 0.92-m 
height centered at the target's position. Thus, considering 
tue" dgimensdens of the room (Ве. 16), 16 сам be seem that 
reflections from the side walls or floor were avoided, and 
reflections from the wall behind the target that could 
contribute to the echo, were limited by the absorbing 
material and also by the fact that this wall made an 


noticeable angle with respect to the angle of the radiation. 


D, THE TWENTY-CORNER-CLUSTER REFLECTOR 
p Des ce 

The twenty-corner-cluster reflector is a reflector 
whose aperture is a regular icosahedron (solid figure with 
twenty plane surfaces) with each plane surface equal to 
the equilateral Triangular aperture of the single corner 
rermector. She адтай аре of this reflector is тета it 
gives relatively strong echoes from any direction of 
illW@imnation. It has nearly #ull respomsee over 3600 am 
azimuth and +90° in elevation for linearly polarized 
radiation (assuming that the receiving antenna has the same 


polarization as the transmitting antenna). 


БА) 


Figure 17 is a picture of the reflector, while 
Figures 18 and 19 describe its geometry. 

When the reflector is observed in the direction 
of an axis of symmetry (axis passing through the center 
of its body and two vertices) a cluster of five corners 
appears in view. Figure 18 is a projection of the reflector 
on a plane vertical to this axis of symmeury. The regula 
pentagon BODE, formed by frve vertices’ of tie 1césancaron 
has sides of length V2a and can be inscribed into a circle 
Of radius R = BC/1.176 =my20/1.176. Points CIL MN E 
also vertices of a similar pentagon which can be viewed 
from a direction opposite to the axis of symmetry. In 
the same figure the points b, c, d, e, f are the vertices 
of the single-corner reflectors in view, and they form a 
regular pentagon inscribed in a circle оба шына R لص‎ 

Figure 19 is an intersection of the reflector 
with в vertical plane passing through vertices A, B; L 
(Pigs qM 

2: RCS Measurements of the Icosahedron Reflector 

Radar cross section measurements are almost always 
relative in that the cross section from the body under test 
is eompared with the cross section of a "standard" body. 

Asethe stendard refleetomea cluster of eight 
corner reflectors was used (Fig. 20). The corner reflectors 
of the standard had the same dimensions as had the corner 
reflectors of the icosahedron under test. With the incident 


ray continuously directed to the target under test (the 
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direction was the horizontal line joining the antenna and 
the center of the target) each reflector was successively 
positioned on the turntable and supported in such a way 
phat. ео د د هاا‎ ца he: vertical axis; 

Rotation about the horizontal axis Was pemi ommed 
step by step by changing the elevation angle, 0, in two- 
degree steps for the range - 90° to + 90°, while for each 
angle of elevation a full rotation about the vertical axis 
was performed changing the azimuth angle, ф, continuously 
from 0° to 3609. Myo cemplete sets of patte gas were 
obtained describing the scattered radiation intensity of 
the reflectors. They were scaled in square meters of 
(она Section, o, using fomeealibration square flat plates 
of known Gc. 

A total of 22 patterns was required for the stan- 
dard reflector because of the rotational symmetry of the 
body, and 45 patterns for the icosahedron reflector. 
Figures 21 to 24 are samples of these patterns representing 
the eight-corner cluster, and in particular for о(ф,0- 0), 
КО = h°) را‎ = 12°) ang o В. < 45°). 

Figure 21, ог с(ф,8 = 0 ), is the pattern corres- 
ponding to the optimum position of this reflector with 
кеспес lo EES incident Team In this position two of its 
three planes (namely the plates ACDF and ABDE of Fig. 20) 
are vertical, and as the reflector rotates about its verti- 
cal axis they face the incident beam at right angles and 


Bu intervalssof 90? in the астаса ғапбе o, offering the 
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maximum RCS. This fact creates the five sharp peaks in 
meure 2mp Бе ас “ие repetition of the first), 
while pattern between these peaks shows the cross 
section ميه ١و 0101710116190 د1 154 07 و1‎ ١ هوه‎ 006 by 
the vertical plates. As the elevation angle 90 changes, 
the eross section changes rapidly. The plate ACDF (Fig. 
20) being perpendicular to the horizontal axis of rotation 
remains vertical for all 98 producing sharp peaks every 
180° of azimuth angle. These peaks should be observed in 
all patterns with equal magnitude; however’ they do not, 
and this is due to the fact that even a slight deviation 
from the perpendicular position of a flat plate with respect 
me the incident rays is enough for the echo to vanish, 
especially when the receiving antenna has a very narrow 
Caper, 

In Figure 24 the sharp peaks have a small magnitude 
for the abowe reason. The dotted line represents the 
theoretical pattern. 

Figures 25 through 28 are patterns taken from 
the icosahedral reflector and give the impression of a 
randomly varying Cross Бесда опо пае 5 primarily du во 
the fact that energy is being reflected from more than one 
corner, and that these radiations add with changing relative 
phase as the angle changes. It is obvious that the icosa- 
hedral reflector gives large cross sections from almost 
any aspect of Incident radiation, appearing superior to the 


eight-corner cluster used as a comparison standard. 


(АЈ 
NO 


A statistical comparison was made between the 
icosahedral reflector and the eight-corner reflector as 
described in the following section. 

36 (Statist eal Evaluative 

The remaining task is to define the statistics of 
the two sets of data taken which will enable one to compare 
the two reflectors. More specifically, the cumulative 
distributions of the two sets will be considered and a 
direct comparison made between the two. 

The available data representing the variations of 
the RCS of the designed reflector and the "standard" one 
are continuous with respect to azimuth angle ф апа discrete 
with respect to elevation angle 0 (taken every two degrees). 

Dividing the ó-domain of each pattern every two 
degrees and taking the average value of this interval, 
samples of .cross зато о are obtained, corresponding to 
small elements of known solid angle. 8280 samples were 
obtained for the icosahedron reflector covering the total 
ф апа @-domains corresponding to 4m solid radians, while 
4140 samples were obtained for the "standard" reflector. 
These data were grouped in intervals for every one-half 
square meter of cross section o and the solid angle related 
to these intervals was computed. 
| Histograms of the solid angle for intervals of 
с covering a range from O to 14 m* are shown in Figures 29 
and 30 for both reflectors. The ordinate ог these figures 


was normalized; the normalization factor is Чт. Тһе 
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о тега m r EStimale ог ме probability 
density Гиле DON 

eure Sl па are “the сишитас те аз ошеврше топе 
derived fromethe histograms and” represent the probability 
that the RCS o will be tess than ã defined value б, 
1 

For comparison between the two reflectors Figure 
33 shows plots of the functions P(o <a) = 1 - P(o«0,), 
that is, the probability that the cross section o exceeds 
the Value © 

From Figure 33 the superiority of the newly 
designed icosahedral reflector in comparison with the 
"standard" eight-corner-cluster refiector is obvious, 
since for any бо the former reflector has higher ргорарії- 
ity of exceeding the value О. than has the latter one. 

Tables Il and III contain the data plotted in 
ИЛЕШ ое СЛЕ УЧЕ, апат UST оо Тоне ргора | 155 
Сети ош 7 5001101116 to the inverval 160111031 165 11 кя 
in column 1, and column 3 shows the related cumulative 


distribution values for these boundaries. 
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Figure 1. Corner reflector showing ray paths. Ray 1 


undergoes three reflections while ray 2 undergoes 
two reflections and goes off at an angle obliaue 
to the 11106 ram 





Figure 2. Dihedral reflector and polarization effect. 


When the incident ray is polarized parallel or 
perpendicular to the Tine of interseetien of the 
two surfaces the reflected ray is polarized in 
the same plane as the incident ray. If the inci- 
dent ray wo polarized atma 1111761 ат аге ае 
reflected ray will have different polarization 
and will not ordinarily be accepted by the same. 
antenna from which the incident radiation was 
launched. 
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Figure 6, Corner reflector, x'y'-projection 
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° Figure 7T. Corner reflector, | 
effective area with | 
aspect angle 中 关 0 | 
| | 

| 

| 

| 





Figure 9. Effective 

area of dihedral 

reflector; projection 1 
on yZ plane AU 
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Figure 11. Dihedral reflector, plane of incidence 
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Figure 12. Diagram showing 
polarization angle, W 
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Figure 14. Frequency-time relationship in the 
FM/CW setup 
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Біриге 19, Cross section of the icosahedral У 
reflector on a plane of symmetry 
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TABLE I 


CALCULATED VALUES OF A AND с 
FOR DIFFERENT ASPECT ANGLES ф 


| ! ! P sc e ж. 2, 
ф А/О 7 Eo A/a В /а с,/а pa. Чп т) 
6 


ШӘДІ 





-.408 25 
.816 | -.108 | .571 2.524 
816 | -.408 |.534 | 2.215 
„816 | -.408 | .473 | 1.735 
„816 spog | 39H xw که‎ 
Bic | "hos | ж не шь 
.816 | -.408 |.196 | „208 
ШЕР 7-72 22-770 
‚816 | -.408 | .448 оз 








гот: A ӘП 
ато 504" 


(а = 6,364" corresponds to AB = 9") 
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TABLE II 


Interval Борава C Probability 
boundaries density си ов о топ 
P[o«o,] 


p(o) 











0 .5 
а М РАН № 0.2606 
im .0 
27 po 
2. .0 
са 4 
„O 
о 
0 
.0 
D 
,0 
, 
Пещ со 
9.0 - 9,5 
Б. КЕ 
10.0 - 10.5 
I ai 
T NEL 0.000287 = 
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ШЕЕ ТТТ 


Interval Peter NE О Барык U y 
boundaries density Cicada coc 
P[o«o,] 


0(0) 


0.1349 4349 





























pa 0.5 0 
О 0,6780 
1.0 - 1.5 0.8011 
ee 7 0. 
0 - 2.5 0. 
2 ER 0, 
40 0 
у и 0 
4,0 - 4.5 0 
lr. шүй 0.0045 0.9729 
5.0 - 5.5 0.0036 0.9765 
5.5 - 6.0 0.0035 | 0.9800 
m 5 | 0.00167 0.9856 
т ҒӘ 0.00265 0.9917 
8.0 - 8.5 0.00244 0.9943 
8.5 - 9.0 0.00258 0.9962 
9.0 - 9.5 0.00195 0.9979 
9. .0 


В 000105 
0.00006 


0.000016 
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III. CONCLUSIONS 


Theoretical calculations and experimental measurements 
have been reported for a single corner reflector. The 
purpose of this was familiarization with the element used 
as the basis for the construction of the icosahedral reflec- 
tor and "standard" octahedral corner reflector, and also 
for the purpose of checking the performance and accuracy of 
the experimental setup used. 

Having determined the setup's performance to be satis- 
factory, experimental patterns were taken representing the 
Variation Gf Gene radar cee. section; 0, with ۷897718 87 
for both reflectors, the icosahedron and the "standard" 
one. 

Figure 33 shows at a glance the superiority OF the 
icosahedron. It can be seen that not only is the average 
RCS of the designed reflector larger, but the probability 
that o will be less than one square meter is much less. 

This later factor is very important, for when спе ге cton 
is illuminated by a radar Гог а brief time е probability 
of detection is greatly enhanced if there is high proba- 
bility TIAL O arpa, 

The average cross section of the icosahedron was 
determined ee Figure 29 to be 2.17 m, while that of the 
octahedral reflector is 1.06 m°, This is a ratio of 


2.11, while the cross-sectional areas are in the ratio of 


1.81. An even more favorable comparison is obtained from 
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the ratio of the probability that о>1 т“ in each case, 0.74 
vs 0.309 9p 98 ratio о а кк 

The only case where the icosahedron is at a disadvantage 
is in a situation where weight is of primary importance. 
For equal thickness of material, the icosahedron weighs 
five times as much. In practice, because of the inherent 
( 101177 oft СО Рец 16 "Could Беш ское ємо 
lighter material, reducing this disadvantage. 

Thus it can be seen that in almost every application 
where a reflector is desired that will give high reflectiv- 
ity in all directions, the icosahedral reflector is superior 


to the conventional octahedral reflector. 
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CHARACTERISTICS OF 


Oe re res 

a = radius 
Ce DER 

а = radius 
p = length 
FLAT PLATE 
a= width 

b = length 


APPENDIX 


Max. effective area: A 


Radar cross section: G 


Angular response: ф 
0 
Max. effective area: A 


Radar cross section: 0 


Angular response: 中 
0 
Max. effective area: А 
Radar cross section: 0 
Angular response: 中 
0 
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